Table 3.1 User channel selection table for 5380 & 
AE4180XL: 


LCD to be used 


AE 4180XL 


AE 4180XL 


AM/FM mode selection 


There are four AM/FM modes can be selected according to the 
table 3.2. 


Table 3.2 : AM/EM jumper selection table 


"1" means diode is connected in the specified location. 
"0" means no diode is connected in the specified location 


